AMENDMENT NO. 1 NOVEMBER 2022 
TO 


IS 4566 : 2020 SPECIFICATION FOR METHYLENE CHLORIDE 
(DICHLOROMETHANE) — TECHNICAL 
( Second Revision ) 


(Page 2, Clause 5.1.1) — Substitute the following clause for the existing: 


‘5.1.1 Subject to the provisions of applicable Red Tariff No. for Rules and Rates for Conveyance by Rail of 
Explosives and Other Dangerous Goods issued by the Indian Railways Conference Association with any 
additions and alterations made thereafter, the material shall be packed in fully airtight well-closed galvanized iron 
containers capable of withstanding a pressure of 0.5 bar depending upon the maximum temperature to which it 
would be exposed. The containers shall have preferably replaceable closure. Any other suitable container 
compatible with the properties of the material may also be used.’ 


(Page 2, Clause 5.2.1) — Substitute the following clause for the existing: 


‘5.2.1 The containers shall be suitably marked with letter ‘TOXIC’. The label shall also bear the following clear 
and legible instruction: 


HEALTH HAZARD 
AVOID PROLONGED BREATHING OF VAPOURS 
USE WITH ADEQUATE VENTILATION 


STORE IN A COOL, WELL VENTILATED PLACE, 
AWAY FROM FIRE AND FLAMES’ 


(PCD 09) 
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